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SUBJECT: NATURAL GAS TREATMENT REFINERY IN IRAN 

1 . AP TICKER FOR SEPTEMBER 14 REPORTS AGREEMENT CONCLUDED 
BETWEEN NATIONAL IRANIAN GAS COMPANY (NIGC) AND AN ITALIAN 
CONSORTIUM (SIRPEN CIMI AND TECHNIPETROL) FOR CONSTRUCTION 
OF A NATURAL GAS TREATMENT PLANT IN NORTHEASTERN IRAN. PLANT 
WILL HAVE CAPACITY OF 250 MILLION CF/D AND WILL BE PART OF 

GAS COLLECTING AND DISTRIBUTION NETWORK AT SARAKHS. 

2. IF DEPARTMENT NEEDS FURTHER INFORMATION ON THIS PROJECT. 

IT MAY BE FOUND IN TEHRAN A-234 OF DECEMBER 21, 1975 AND 
TEHRAN A- 156 OF SEPTEMBER 7, 1976. 
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